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Copy Zoot 3 


30 December 1957 


Dear Bob: 


Reference is made to a recent conversation concerning 
delays required in your AGC proposal because of the request 
of Jim for special testing. 


This testing is considered necessary end the delay inci- 
dent thereto is unavoidable. 


Very truly yours, 


25X1A_ PS/DCI 
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